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Notification 


5. Disqualification . No person ( 1 ) who has 
entered into or contracted a marriage with a person 
having a spouse living ; or (2 ) who , having a spouse 
living, has entered into or contracted a marriage 
with any person , shall be eligible for appointment 
to the service ; provided that the Government may , 
if satisfied that such marriage is permissible under 
the personal law applicable to such person and the 
other party to the marriage and that there are 
other grounds for so doing, exempt any person from 
the operation of this rule . 


1 /31 / 74 -PER ( Vol.V ) 


In exercise of the powers conferred by the proviso 
to article 309 of the Constitution , read with the 
Government of India , Ministry of External Affairs 
Notification No. F.7 ( 11 ) /67 -Goa dated 25-7-1963 , 
the Lt. Governor of Goa , Daman and Diu is 
pleased to make the following rules relating to 
recruitment to General Central Service Group B 
Non -Gazetted post in the Goa Medical College, under 
the Government of Goa , Daman and Diu . 


6. Power to relax . Where the Government is of 
the opinion that it is necessary or expedient so to 
do , it may , by order , for reasons to be recorded in 
writing and in consultation with the Union Public 
Service Commission , relax any of the provisions of 
these rules with respect to any class or category of 


1. Short title . — These rules may be called Go 


vernment of Goa , Daman and Diu , Goa Medical 


persons . 


College General Central Service Group B Non -Ga 
zetted post Recruitment Rules , 1983 . 


- 


1 


2. Application . These rules shall apply to the 
posts specified in column 1 of the Schedule to these 
rules . 


-7 . Saving . - Nothing in these rules shall affect 
reservations, relaxation of age-limit and other con 
cessions required to be provided for Scheduled 
Castes and Scheduled Tribes and other special cate 
gories of persons in accordance with the orders 
issued by the Central Government from time to time 
in this regard . 


3. Number, classification and scales of pay . — The 
number of posts , classification of the said posts and 
the scales of pay attached thereto shall be as spe 
cified in columns 2 to 4 of the said Schedule . 


8. These rules will come into effect from the date 


of the Notification and will relate to appointments 
to the various posts made on or after this date . 


4.Method of recruitment, age limit and other quali 
fications . The method of recruitment to the said 


By order and in the name of the Lieutenant 

Governor of Goa , Daman and Diu . 


posts , age limit, qualifications and other matters 


N. P. Gaunekar , Under Secretary ( Personnel) : 


5 


connected therewith shall be as specified in columns 
5 to 13 of the aforesaid Schedule . 


Panaji, 4th June, 1983 . 
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SCHEDULE 
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Name of No. of Classifi 
the post 

posts cation 


Scale of 

pay 


Whether 
selection 

post or 
non - selec 
tion post 


Age limit 
for direct 
recruits 


Whetherbenefit ofaddedyears ofservicead missibleunder 

rule30ofthe C.C.S.(Pension) 

Rules,1972 


Educational and other 
qualifications required 

for direct recruits 


Whetherage& EducationalQua lificationpres cribedforthe directrecruitwill applyinthecase 


Saarowoldjo 


Periodofpro bationifany 


Method of recruitment 
whether by direct re 

cruitment or by pro- In case of recruitment by 
motion or by deputation / promotion /deputation / 
transfer, and percen transfer, grades from 
tage of the vacancies which promotion / deputa 
to be filled by various tion / transfer is to be made 

methods 


Circumstances inwhichUnion 

PublicService Commissionisto beconsultedin makingrecruit 

ment 


1 


2 


3 


4 


5 


6 


(6a ) 


8 


6 


10 


11 


12 


13 


N. A. 


No 


Essential: 


Technical 
Officer 


N.A. 


Two 
Years 


By direct recruit- Not applicable . 
ment. 


1 Gene Rs. 650 
( 1983) ral -30-740 
Sub Cen -35-880 
ject trail 

EB - 40 
to va . Ser 

960 + 
ria vice Non 
tion Group -Prac 
depen. B Non- tising 
dent -Gazet allo 
on ted . 

wance 
work . 

at the 
load . 

follow 
ing 
rates 
1-8 sta 
ges 
150 / 


Not exceed 
ing 30 years. 
( Relaxable 
for Govern 
ment ser 
vants upto 
5 years in 
accordance 
with the ins 
tructions or 
orders is 
sued by the 
Central Go 
vernment) 


- 


( i) A medical qualifica 

tion included in the 
First or Second Sche 
dule or Part II of the 
Third Schedule (other 
than licentiate quali 
fications ) to the In 
dian Medical Council 
Act, 1956. Holders of 
educational qualifica 
tions included in the 
Part II of the Third 
Schedule should also 
fulfil the conditions 
stipulated in Section 
13 ( 3 ) of the Indian 
Medical Council Act , 
1956 . 


MAN 


P. m . 


Group B Consul 
D.P.C. 

tation 
( For consi with the 
dering con U.P.S.C. 
firmation ). neces 
1. Chief Secy . 

sary while 
Chairman making 

direct re 
2. Administra . 

cruit 
tive Secy . 

ment and 
Member. 

relax 
3. Head of De 

ing / amen 
partment 
Member 

ding any 

of the 
Note : The Pro 

provi 

sions of 
ceedings of the 

these 
D.P.C. relat 

rules. 
ing to confir 
mation shall 
be 

sent to 
the Commis 
sion for ap 
proval. If, ho 
wever, these 
are not appro 
ved by the 
Commission a 
fresh meeting 
of the D.P.C. 
to be presided 
over 

by the 
Chairman or a 
Member of the 
U.P.S.C. shall 
be held . 


9-13 sta 
ges 
200 / 


p . m . 


Note : The 
crucial date 
for deter 
mining the 
age limit 
shall be the 
closing date 
for receipt 
of applica 
tions from 
candidates 
in India 
(other than 
those in An 
daman and 
Nicobar Is 
lands and 
Lakshad 
weep ). 


14-16 
stages 
250 / 


( ii) Experience of diag 

nosis and treatment 
of eye aiseases / com . 
plications. 


P. m . 


. 


- 


Note 1 : Qualifications 

are relaxable at the : 
discretion of the U.P. 
S.C. in case of candi 
dates otherwise well 
qualified . :: 


Note 2 : The qualifica 

tion ( s ) regarding ex 
perience is / are relaxa 
ble at the discretion of 
the U.P.S.C. in the case 
of candidates belonging 
to Scheduled Castes 
and Scheduled Tribes 
if , at any stage of se 
lection , the U.P.S.C. is 
of the opinion that 
sufficient number of 
candidates from these 
communities possess 
ing the requisite expe 
rience are not likely 
to be available to fill 
up the vacancies reser 
ved for them . 
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16TH JUNE , 1983 ( JYAISTHA 26 , 1905 ) 


Industries and Labour Department 


Notification 


. 


26 / 1 /81 - ILD . ( IV ) 
The following draft rules , which the Government 
of Goa , Daman and Diu proposés to make in exercise 
of the powers conferred by section 29 of the Indian 
Boilers Act , 1923 (Central Act 5 of 1923 ) , and all 
other powers enabling it in that behalf , are hereby 
published as required under sub -section ( 1 ) of sec 
tion 31 of the said Act and notice is hereby given 
that the said draft rules will be taken into consi . 
deration by the Government of Goa , Daman and Diu 
on the expiry of one month from the date of the 
publication of this Notification in the Official 
Gazette . 


2. Any objections or suggestions in respect of the 
said draft rules may be submitted by any member 
of the public to the Secretary , Industries and Labour 
Department, Government of Goa , Daman and Diu , 
Secretariat, Panaji, within the aforesaid mentioned 
period for being duly considered by the Government 
of Goa , Daman and Diu . 


DRAFT RULES 
In exercise of the powers conferred by section 29 
of the Indian Boilers Act, 1923 (Central Act 5 of 
1923 ), and all other powers enabling it in this be 
half, the Government of Goa , Daman and Diu hereby 
makes the following rules , namely : 


Desirable: 


(i)PostGraduateDe 

greequalificationsin 


-800 
480[ 
owreyjudo 


nisedbyMedical CouncilofIndiaor equivalent. 


(ii)KnowledgeofMara 

thiand/orKonkani. 


CHAPTER I 


Preliminary 
1. Short title and commencement. ( 1 ) These 
rules may be called the Goa, Daman and Diu Boiler 
Attendants Rules , 1983. 


(2 ) They shall come into force at once . 


2. Definitions . — In these rules, unless the context 
otherwise requires , — 


( a ) “ Act” means the Indian Boilers Act , 1923 ; 

(b ) " Board " means the Board of Examiners 
constituted under rule 9 of the Rules ; 

(c) “ Chief Inspector ” means the Chief Inspector 
appointed under the Act ; 

( d ) “ Government" means the Government of 
Goa , Daman and Diu ; 

( e ) " Rules ” means the Goa , Daman and Diu 
Boiler Attendants Rules , 1983 ; 

(f ) " Section " means a section of the Act ; 

( g ) “ Union territory " means the Union territory 
of Goa , Daman and Diu ; 

( h ) every reference in these rules to a boiler 
or boilers shall be deemed to include also a re 
ference to an economiser or economisers , respec 
tively . 
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CHAPTER II 


cate to such person instead of sending it to the 
Chief Inspector . 


General 


3. Boiler to be in charge of a person holding 
Boiler Attendants Certificate . No owner of a 
boiler shall use it or permit it to be used unless 
there is a fit and proper person as in immediate 
attendance and charge thereof : 


7. Limits of daily period of attendance , etc. ( 1 ) 
An attendant in charge of a boiler for which a cer 
tificate of competency as an attendant of the first 
class is required , may be relieved of the charge in 
any one day for not more than two periods, the 
total of which does not exceed two hours, by a 
person holding a certificate of the second class . 


Provided that the Government may by notifica 
tion in the Official Gazette , exempt any boiler or 
classes or types of boilers from the operation of 
this rule : 


Provided further that nothing in these rules shall 
debar a person holding a certificate of compciency , 
as an attendant, granted under these rules from 
remaining in attendance and in charge of a boiler 
or boilers to the extent of his qualification indi 
cated in such certificate . 


(2 ) The holder of a first class certificate may , 
with the consent, in writing , of the Chief Inspector , 
be relieved by a person holding a certificate of the 
second class for a period , which may extend to seven 
consecutive days which , in special circumstances, the 
Chief Inspector may extend to any length of time : 
not exceeding 30 days at a time. 


( 3 ) A person in charge of a boiler shall be deemed 
to be in direct and immediate attendance and charge 
thereof when he is within 46 metres of such boiler . 


4. Competent person must possess certificate . — 
No person who does not possess a certificate of 
competency as an attendant under these rules shall 
be deemed a fit and proper person to hold charge 
of a boiler and no hoider of any such certificate 
shall be deemed a fit and proper person to be in 
attendance and in charge of a boiler except to the 
extent of his qualification indicated in such cer 
tificate : - 


8. When boiler deemed to be in use . ( 1 ) A boiler 
shall be deemed to be in use for the purpose of these 
rules when there is active fire in the furnace , firebox 
or fireplace for the purpose of heating the water 
in the boiler . A boiler shall be deemed to be not 
in use only when the fire is removed and all steam 
and water connections are closed . 


Provided that in respect of a boiler of any capa 
city worķed by the military authority, a person 
holding a certificate of competency as Boiler Atten 
dant issued by a competent military authority shall , 
while he is in military employment and working 
under the sole control of the military authority , be 
deemed a fit and proper person to be in attendance 
and charge of the boiler . 


( 2 ) An economiser shall be deemed to be in use 
for the purpose of these rules, when there is a flow 
of flue gases past the economiser and an appreciable 
heat transfer between the water and the heating 
gases. 


} 


CHAPTER III 


Board of Examiners 


5. Holders to produce the certificate when called 
for by any authorised person . - The holder of a 
certificate under these rules shall , at all reasonable 
times during the period any boiler is in his charge , 
be bound to produce such certificate when called 
upon to do so by any of the persons empowered 
under section 15 to call for the production of the 
certificate or provisional order authorising the use 
of the boiler . 


9. Constitution of the Board of Examiners. -- ( 1 ) 
A Board of Examiners shall be constituted by the 
Government which shall consist of the Chief Ins 
pector , an Inspector nominated by the Chief Inspec 
tor and not less than two other members having 
theoretical and practical knowledge of prime mo 
vers and modern boiler practice to be appointed by 
the Government from time to time. 


6. Owner to furnish particulars of certificates to 
Chief Inspector. — ( 1 ) The owner of any boiler or 
battery of boilers, who engages any person to be 
in charge thereof , shall within seven days of such 
engagement, furnish the Chief Inspector with full 
particulars of such person including the grade, serial 
number , date and place of issue of his certificate . 

( 2 ) The owner of any boiler who engages any 
person to hold charge of such boiler shall , in the 
event of such person leaving his employment or in 
the event of the death of such person , report the 
fact forthwith to the Chief Inspector and shall send 
along with the report the certificate granted under 
these rules to such person if the same is deposited 
with him : 


( 2 ) The Chief Inspector shall be the ex -officio 
Chairman and the Inspector nominated by the Chief 
Inspector shall be the ex -officio secretary to the 
Board . 


10. Term of office of the members . The term of 
office of each of the members , other than the ex 
-officio members of the Board , shall be three years . 
If a member dies , resigns or is removed from office 
or leaves the Union territory or remains absent 
therefrom for a period of more than six months , 
he shall be deemed to have vacated his seat on the 
Board and another person may be appointed in his 
place by the Government for the un - expired portion 
of his term . 


Provided that where the person so engaged to 
hold charge of the boiler leaves the employment 
after due notice, the owner shall return the certifi 


MIVA - AVL VAVAW ... 


. 
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11. Functions of the Board . 


-The Board shall 


CHAPTER IV 


Examination 


( i) conduct examination for the grant of Certi 
ficate of Competency as a Boiler Attendant ; 


( ii ) grant Certificate of Competency as a Boiler 
Attendant ; 


19. Examinations . - Examinations for the grant 
of Certificates of Competency as a Boiler Attendant 
shalll be held by the Board at Panaji , Goa and at 
such other place or places as the Government may , 
from time to time, determine and on such dates as 
may be notified by the Secretary to the Board in 
the Official Gazette . 


. 


(iii) consider the report of inquiry into alle 
gations of drunkenness , negligence or misconduct 
on the part of a Boiler Attendant holding Certi 
ficate of Competency under these rules and take 
such action as it may consider necessary . 


20. Kinds of Examinations — Examination for 
granting Certificate of Competency as a Boiler 
Attendant shall be of two kinds , viz , one for the 
award of Certificate of Competency of First Class 
as a Boiler. Attendant and the other for the award 
of Certificate of Competency of Second Class as a 
Boiler Attendant . 


. 


12. Meetings of the Board . - The Board shall meet 
as often as, in the opinion of the Chairman , may 
be necessary for transacting business which cannot 
be disposed of by circulation of papers. At least 15 
clear days notice of a meeting shall be sent to each 
member . 


. 


: 


. 


13. Quorum . - The Chairman or the Secretary 
and two members of the Board shall form quorum . 


21. Postponement of examination . When a date 
fixed for the examination is declared as a gazetted 
holiday or when , for any unforseen reason an exa 
mination cannot be held on the date fixed , the Chair 
man may fix some other date for holding the 
examination and the same shall be duly notified to 
the candidates . 


14 , Chairman of the Board . The Chairman shall 
preside over the meetings of the Board and in his 
absence , a member chosen by the members present 
at the meeting, shall preside over the meeting. 


CHAPTER V 


2 


15. Functions of the Secretary of the Board . - The 
Secretary of the Board shall maintain a register of 
Boiler Attendants holding certificates of compe 
tency and shall perform such other functions as are 
specified in these rules or as the Chairman of the 
Board may direct . 


16. Board s endorsement on application . — The 
Board shall endorse , on the printed application form 
of each candidate the result of his examination for 
a Certificate of Competency as a Boiler Attendant . 
The endorsed application shall be returned to the 
Secretary to the Board . 


. 


17. Board empowered to refuse issue of certificate. 
- The Board shall have power to refuse the issue 
of Certificate of Competency as a Boiler Attendant 
to any candidate who, in the opinion of the majority 
of the members, appears too old or physically unfit 
through deformity , constitutional weakness , defec 
tive eyesight, deafness or loss of a limb to perform 
efficiently the duties of a Boiler Attendant. 


Certificate of Competency 
22. Classes of certificates and capabilities of 
holders thereof. — Except as otherwise provided in 
these rules , a Certificate of Competency granted 
thereunder shall be of two classes . The Certificate 
of Competency of First Class shall qualify the holder 
thereof to be in charge of either a single boiler or 
of two or more boilers in a battery , the total heating 
surface of which does not exceed 700 square metres . 
It shall also qualify the holder thereof to be in 
charge of so many separate individual boilers , the 
total heating surface of which does not exceed 700 
square metres provided that such boilers are situated 
within a radius of 23 metres in the same premises 
and belong to the same owner and that the said 
holder is assisted by a Second Class Boiler Atten 
dant, or such number of firemen as are considered 
necessary by the Chief Inspector of Boilers. 

A Certificate of Competency of Second Class shall 
qualify the holder thereof to be in charge of a single 
boiler of any kind , the heating surface of which 
does not exceed 140 square metres : 

Provided that a Second Class Boiler Attendant 
may attend to a battery of boilers (not consisting 
of more than three connected boilers and not exceed 
ing 140 square metres in aggregate of the total heat 
ing surface ) if he is assisted by such number of 
firemen as are considered necessary by the Chief Ins 
pector of Boilers : 

Provided further that the National Apprenticeship 
Certificate in the trade of Boiler Attendant awarded 
by the National Council for Technical and Vocational 
Trades shall be deemed to be equivalent to Certi 
ficate of Competency of Second Class granted under 
these rules. 


3 


The Board may require any candidate to produce 
à certificate of fitness from a registered medical 
practitioner . If the candidate produces such certi 
ficate of physical fitness the Board shall issue a 
certificate . 


18. Fees for attending meetings . - Each non 
-official member of the Board shall be entitled to 
a fee of sixty rupees for each meeting of the Board 
lasting more than three hours or a fee of thirty 
rupees for each meeting lasting less than three hours 
at which any duty prescribed in these rules in rela 
tion to certificates of Competency as Boiler Atten 
dants has been performed and which he has attended 
from the beginning to the end. 


23. Exchange certificate. — A person holding a 
Certificate of Competency as an Attendant or En 
gineer granted by a Board under the corresponding 
rules in any other State of India shall, on application , 


there 
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have the certificate endorsed for validity in this 
Union territory . Such endorsement shall be made by 
the Chairman of the Board . 


29. Essential statements. A testimonial shall 
clearly state the capacity in which the candidate was 
employed , whether as Boiler Attendant, Head Fire 
man , Donkeyman or Fireman and the periods of such 
employment stating the dates during which the 
candidate was so employed . 


24. Fees for examination . - ( 1 ) A candidate for 
examination for Certificate of Competency shall pay 
the following fee, which shall not, except as other 
wise provided in these rules , be refundable - 

Examination for Certificate of Competency of 
First Class Rs . 30 . 


30. Signature and countersignature . A testi 
monial shall be signed by a responsible person under 
whom the candidate was employed and be counter 
signed by the owner , agent, manager or secretary 
of the mill , factory or workshop , as the case may be . 


Examination for Certificate of Competency of Se 
cond Class Rs. 20 . 

( 2 ) The fee shall be paid in the Government Trea 
sury in this Union territory . 


31. Service on steamship . --- A testimonial in res 
pect of service on a steam -ship may be signed by the 
Chief Engineer and countersigned by the master of 
the vessel or may be in the form of a seaman s 
discharge issued by a Shipping Master . 


25. Refund of fees . - Where a candidate on account 
of unavoidable circumstances is absent from the exa 
mination on the date fixed , the Chairman of the 
Board may allow him to appear without payment of 
a second fee at the next examination . 


32. Service in a Railway or Public Works Depart 
ment. — A testimonial of service of railway boilers , 
or boilers belonging to the Public Works Depart 
ment or local authorities shall be signed by a respon 
sible officer under whom the candidate has directly 
served and countersigned by the Head of the depart 
ment concerned . 


26. Fees of candidates found ineligible . - A can 
didate who has paid the examination fee but is found 
ineligible for an examination may apply within one 
year from the date of payment thereof for refund of 
the fee, or he may be allowed to appear without 
payment of second fee at any subsequent examination 
held within one year from the date of payment of 
the fee , provided that he becomes eligible to sit for 
such subsequent examination . 


33. Doubtful testimonials . - If the Secretary to 
the Board has reason to doubt the truth of any 
statement made in any application or testimonial, 
he may make such enquiries as he thinks fit to verify 
the same. 


27. Form of Application . Every application for 34. False testimonials . - If on enquiry , the Secre 
examination shall be in Form A appended to these tary is satisfied that any testimonial submitted by 
rules . The applicant shall fill in such parts of the a candidate is false in any material particular , he 
Form as are required to be filled in by him and shall shall submit his findings to the Chairman of the 
sign the application in the presence of a Gazetted Board who may , by a written order , debar such can 
Officer or a Magistrate who shall attest his signa didate from being admitted to any subsequent 
ture . The application duly filled in shall be forwarded examination held under these rules for such period 
to the office of the Chairman of the Board on or as may be specified in the said order . If , on the 
before the date fixed by the Chairman which shall strength of any such testimonial, a candidate has 
not be later than one month before the date fixed already been admitted to an examination , he shall 
for the examination and shall be accompanied by — be deemed to have failed in such examination and 

any certificate granted to him as a result of his 
(a ) originals and one copy each of all testimo having been declared to have passed such examina 
nials of both practical and theoretical experience tion shall forthwith be recalled and be cancelled by 
of the candidate ; 

a notification in the Official Gazette ; provided that 

before any certificate is cancelled under this rule, 
(b ) testimonials of good character from his 

the holder thereof shall be given a reasonable oppor 
employer ; 

tunity of being heard in the matter . 
( c ) receipt from Government Treasury in this 
Union territory in respect of the fee paid under 35. Filing of copies and return of original testi 
sub -rule ( 2 ) of rule 24 ; 

monials : - Applications and copies of testimonials 

submitted by the candidates shall be filed in the 
( d ) any certificate granted to the applicant 

office of the Chairman of the Board . Original testi 
under these rules or a certificate granted by a 

monials shall be returned to the candidates after 
competent authority referred to in rule 23 ; 

the close of the examination . 
( e ) two copies of recent bust photographs ( size 
5 cms x 5.6 cms) one of which shall bear the 36. Age and training of second class candidates . 
signature or the thumb impression of the appli A candidate for a Certificate of Competency of the 
cant on the back , 

Second Class as a Boiler Attendant shall not be less 

than 20 years of age and shall not be admitted to the 
28. Candidate to produce satisfactory testimonials . examination unless he proves to the satisfaction of 
-- No candidate shall be admitted to examination the Board that he 
unless he produces satisfactory testimonials certi 
fying his experience, ability , sobriety and general ( a ) has served for not less than three years in 
good conduct for the whole period of his qualifying the capacity of a fireman or an assistant fireman 
service. Any break in the period of the qualifying on a steam boiler or a combined steam engine and 
service shall be accounted for . 

a boiler ; or 
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(b ) has served for not less than three years 
an engine fitter where boilers and engines are 
repaired or made and worked under steam , the 
one year at least of which , he should have worked 
as an Assistant Fireman ; or 

(c ) produces from the head of an industrial or 
technical institution a certificate stating that he 
· has completed a three years course of training, 
one year of which must have been as an apprentice 
in a steam power plant of a mill or factory or an 
engineering workshop for the maintenance of 
boilers . 


3 


( viii ) the precautions to be taken before 
entering or allowing any person to enter a boiler 
that is connected to another boiler under steam ; 

( ix ) the use of the best means of firing for 
the prevention of smoke ; 

( x ) the danger of water lodging in steam 
pipes and the precautions to be observed in 
draining ; 

( xi ) the procedure to be followed in the event 
of shortage of water , bulging or fracture of 
furnaces or flat plates or bursting of tubes or of 
any accidents to a boiler or steam pipe ; 

( xii ) precautions to be taken when starting 
an economiser to work after a period of rest ; 

( xiii) procedure to be adopted in bringing an 
economiser into commission and also to putting 
it out of commission while the boiler is on steam ; 
and that 
(b ) , he is able , inter -alia , 

(i) to stoke a boiler including cleaning and 
banking fires in a workmanlike manner ; 

( ii) to show how avoidable smoke may be 
prevented ; 

(iii ) to blow through and test the correctness 
of water -gauge glasses and test cocks ; 

( iv ) to replace a gauge glass and show how 
a false water level glass might be shown ; 

( v ) to ease a safety valve and use a blow 
down cock or valve ; 

(vi ) to adjust a high steam and low water 
safety valve and renew a fusible plug ; 

( vii) to pack pump or valve chest glands ; 
(viii ) to grind and adjust cocks and valves ; 

( ix ) to take a feed pump or injector to pieces 
and replace in working order ; 

(x ) to handle the appliances provided for 
keeping the economiser clean . 


37. Age and training of first class candidates. 
A candidate for Certificate of Competency of the 
First Class as a Boiler Attendant shall not be less 
than twenty one years of age and shall not be admit 
ted to the examination unless he possesses a Certifi 
cate of Competency of the Second Class and proves 
to the satisfaction of the Board that - 

( a ) has served for not less than two years as a 
boiler attendant with Certificate of Competency 
of Second Class or its equivalent in sole working 
charge of a boiler whose rated heating surface is 
not less than 46 square metres ; or 

(b ) produces from the head of an industrial or 
technical institution a certificate stating that he 
has completed a three years course of training , 
one year of which must have been as an apprentice 
in a steam power plant of a mill or factory on an 
engineering workshop where engines and boilers 
are repaired or made and in addition has served 
for not less than one year in sole working charge 
of a boiler of not less than 46 square metres of 
heating surface with a Certificate of Competency 
of Second Class as Boiler Attendant or its equi 
valent. 


. 


38. Services not in strict conformity with rules . 
Notwithstanding anything to the contrary contained 
in rules 36 and 37 , the Government may empower 
the Chairman of the Board to admit at his discretion 
any candidate to an examination under these rules , 
if he so thinks fit . 


39. Second Class Boiler Attendants . A candidate 
in order to be qualified for a Certificate of Compe 
tency of the Second Class , shall , inter - alia , satisfy 
the examiners that 


( a ) he clearly understands ---- 

( i) the working and management of a steam 
boiler and economiser ; 

( ii ) the use and purpose of the various valves , 
cocks, mountings and fittings ; 

(iii ) the precautions to be taken and procen 
dure to be abserved before starting fires and 
when raising steam ; 

( iv ) the need for periodical cleaning and pure 
water supply and for prevention of scale or 
other deposits on heating surfaces ; 

( v ) the use of a feed pump and injector ; 
(vi) the reading of the pressure gauge ; 

( vii) the need for periodical inspection of 
boilers and the manner in which they should be 
prepared for thorough inspection , hydraulic test 
and steam test ; 


40. First Class Boiler Attendants , A candidate 
in order to be qualified for a Certificate of Compe 
tency of the First Class , shall satisfy the examiners 
that , in addition to the subjects specified for 
candidates for Certificate of Competency of the 
Second Class , he has at least a rudimentary kno 
ledge of the principal elementary facts relating to 
combustion , heat and steam ; and that he is able to 
explain , inter - alia , - 

(i) the principle causes and effects of corrosion 
and incrustation and the usual remedies employed ; 

(ii ) the object of the use of water softeners ; 

( iii) the principles on which feed pumps and 
injectors work ; 

( iv ) the principles on which appliances for the 
prevention of smoke work ; 

(v ) the purpose of super -heaters , economisers , 
feed heaters , feed filters , forced and induced drafts 
appliances and mechanical stokers . 

41. Examination in writing optional. The exami 
nation shall be conducted orally , but any candidate 
may, if he desires , write his answers to such writ 
ten questions as may be given to him by the exami 
ners . 
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Board may think fit having regard to the circums 
tances of each case . 


42 . Examination where held . If the Board 
consider necessary , the examination may be held 
either in a factory or mill or in a workshop in which 
boilers are used or partly in such factory , mill or 
workshop and partly in the examination room where 
models and sketches of boilers may be kept for viva 
-voce test . 


50. Application for duplicate certificate . - An 
application for a duplicate certificate shall be made 
to the Chairman of the Board with a declaration 
sworn before a Gazetted Officer or a Magistrate 
stating that the certificate granted under these rules 
has been lost , stolen or destroyed without any fault 
on the part of the applicant . The fee of ten rupees . 
shall be paid for such application which shall be 
accompanied by a Treasury Challan for the payment 
of the said fee . 


43. Hours of examination . — Examination shall be 
conducted in the examination room between the 
hours of 11 a . m . and 5 p . m . unless otherwise noti 
fied by the Chairman and elsewhere, at such times 
as the examiner may fix . 


CHAPTER VI 


Grant of Certificate 


51. Invalidity of original certificate . On the issue 
of a duplicate certificate , the original certificate 
shall cease to be valid , and shall if in the possession 
or power of the holder thereof , be returned to the 
office of the Chairman for cancellation , 


44. Grant of certificate of competency . -- If a 
candidate passes the examination , the result will be 
notified in the Official Gazette and he shall be 
granted a certificate in accordance with the class in 
which he passed as soon as practicable after the 
close of the examination . 


45. Form of certificate . — Every Certificate of 
Competency of the First Class or Second Class as a 
Boiler Attendant shall be in Forms B and C , respec 
tively , appended to these rules . 


46. Surrender of lower grade certificate . - No 
Certificate of Competency of the First Class shall 
be granted to the holder of a Certificate of Compe 
tency of the Second Class after examination under 
these rules unless and until he has surrendered to 
the Chairman the Certificate of Competency of the 
Second Class . 


52. Enquiry regarding certificate holders . ( 1 ) 
If a District Magistrate or the Chief Inspector of 
Boilers has reason to believe , from any cause what 
soever , that an enquiry should be made into an 
allegation of incompetency , drunkenness , misconduct 
or negligence on the part of an Attendant holding 
a Certificate of Competency under these rules , they 
shall either themselves make such inquiry or cause 
it to be made by their subordinate officers . The 
District Magistrate may depute a Sub - Divisional Ma 
gistrate or a Magistrate of the First Class and the 
Chief Inspector an Inspector of Boilers duly autho 
rised by him to hold such inquiry . 

( 2 ) The holder of such certificate shall, on demand 
by the officer charged with the inquiry , forthwith 
place in the hands of such officer his certificate to 
abide by the result of such enquiry . 

( 3 ) The proceedings shall be held in the presence 
of the person whose conduct forms the subject of 
the inquiry and he shall have an opportunity of 
making any statement he may wish to make and 
of producing any evidence in his defence , 

(4 ) The proceedings of any such enquiry shall be 
forwarded by the officer conducting the enquiry to 
the Secretary to the Board for consideration by the 
Board . 


47. Application for exchange certificate . ---- An 
application for the endorsement of validity of a 
Certificate of Competency as a Boiler Attendant 
under rule 23 shall be in Form A appended to these 
rules . 


48. Identification requirement . Every certificate 
granted under these rules shall bear a bust photo 
graph of the holder thereof previously submitted 
alongwith his application under rule 27 and his 
signature or thumb impression and such other par 
ticulars as may be required for the purpose of iden 
tification . 


53. Submission of proceedings before the Board . 
The Secretary to the Board shall submit the pro 
ceedings sent under sub -rule (4 ) of rule 52 before 
the Board at its next meeting and the Board in its 
discretion may allow the certificate to stand or may 
cancel the certificate permanently or suspend it for 
such period as it thinks fit . 


CHAPTER VII 


49. Grant of duplicate certificate . -- ( 1 ) Whenever 
the holder of a certificate proves to the satisfaction 
of the Chairman of the Board that a certificate 
granted to him under these rules has been lost, 
stolen or destroyed or mutilated without any fault 
on his part , he shall be granted a duplicate certifi 
cate to which , by the record so kept as aforesaid , 
he appears to be entitled , which shall have for all 
purposes the same validity as the original certificate . 

( 2 ) If on the enquiry the Secretary to the Board 
is satisfied that any statement made by the applicant 
for the issue of a duplicate certificate is false, he 
shall report the case to the said Board at its next 
meeting and the Board may ; at its discretion , cancel 
the certificate or permit the grant as aforesaid of 
a duplicate certificate either immediately or after 
such period not exceeding twelve months as the 


Penalty 
54. Cognizance of offence . -- ( 1 ) The owner of a 
boiler , who works or permits or causes the boiler 
to be worked at any time in contravention of rule 
3 , shall , on conviction , be punished with fine which 
may extend to two hundred and fifty rupees. 

(2 ) Any person in charge of a boiler or any other 
person who operates the same or permits or causes 
it to be operated in contravention of rules 4 , 5 , 6 
and 7 shall on conviction be punished with fine 
which may extend to two hundred and fifty rupees . 
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Division 11 -- Particulars of all previous certificates ( if any ) 

issued in India 


FORM A 

Registered No. 
( See miles 27 and 47 of the Goay Daman 
and Diu Boiler Attendants Rules 1983 ) 

INDIAN BOILERS ACT, 1923 ( V OF 1923 ) 
Application for Certificate of Competency 

as Boiler Attendant 
Division 1 -- Name, etc. of the applicant 


Numberof certificate 


Classof certificate 


Where issued 


Dateof issue 


Ifatany timesus pendedor cancelled,if 

$0,state bywhom 


Date 


Causesof suspension orcancel 

lation 


Namein 

full 


Nationality 


1 


2 


3 


4 


6 


7 


9 


Division III - List of Testimonials and Statement of Services 


( The testimonials 


to be numbered consecutively according to the number given in column 1 below ) 


Service of applicant 


Time employed in this service 


Date of 
commence 

Date of 
ment 

termination 


Initialof verifier Tobe filled bythe Board 


REMARKS 


& 


Year 


Month 


Days 


1 


2 


5 


6 


7 


8 


9 


10 


11 


12 


13 


f 


Total service - 
Time served for which certificates are produced 
Time served for which no certificates are produced - 


genuine documents and further that the copies of the do 
cuments submitted with this Form are true and correct . I 
further declare that the Statements made in Division III 
contain a true and correct account of the whole period of my 
service without exception , and I make this declaration cons 
cientiously believing the same to be true 

Date at ... this ... day of 19 ... 
Signed in the presence of 
Signature ... 
Designation 

Signature of the applicant 
Present address ... 


Division IV - Certificate of Competency 
Certified that Shri has been examined for a Certificate 
of Competency as Boiler Attendant of ... Class at this 
day of 

19 ... and has /has not satisfied us of his fitness 
to hold a certificate of competency as 

Class Boiler 
Attendant. He has therefore passed / failed . 


-.. 


a 


Personal description of applicant 


-- 


cms. 


1 


( 1 ) Nationality 
( 2 ) Height ... mt. 
( 3 ) Complexion 
( 4 ) Colour of hair 


Notes : ( 1) Every application must be accompanied by 
a treasury challan in the Union territory showing that the 
fee for the examination has been paid . 

( 2 ) Two copies of a recent bust photograph of the applicant 
( size 2 " X14 " ) be accompanied with the application with 
applicant s signature on the back thereof . 

( 3 ) Any person making false statement for the purpose 
of admission to the examination renders himself liable to 
prosecution . 

( 4 ) Incomplete applications are liable to be rejected . 


(5 ) Colour of eyes 
( 6 ) Personal marks or peculiarities 


Signature of Board of Examiners . 


$ SUE OF CERTIFICATE 


8 


FORM B 


Certificate No. ... of the ... Class Boiler Attendant issued 
and the duplicate recorded . 


Secretary, Board of Examiners . 


State Emblem . 
GOVERNMENT OF GOA , DAMAN AND DIU 
First Class Boiler Attendant Certificate of Competency 
(Granted under rule 45 of the Gga , Daman and Diu Boiler 

Attendants Rules 1983 ) 
No. 

of 19 
Snri ... aged about ... years , at present residing at having 
satisfied the Board of Examiners appointed under the Goa , 
Daman and Diu Boiler Attendants Rules , 1983 , of his 


Division V-- Declaration to be made by the applicant 
I do hereby declare that the statements made in Divisions I, 
I and III of this Form are correct and true to the best of 
my knowledge and belief ; and that the papers enumerated in 
Division III and submitted with this Form are true and 


orderten 


799.00 


120 


SERIES I No. 11 


19 ... 


competency to fulfil the duties of First Class Boiler Attendant 
is granted under the said rules this Certificate of Competency 
as a First Class Boiler Attendant authorising him to have 
charge of a single boiler of any type or capacity , or two or 
more boilers in a battery or separate, the total heating sur 
face of which does not exceed 694.25 square metres provided 
that such boiler shall be situated within a radius of 23 metres 
in the same premises and belong to the same owner and that 
he is assisted by a Second Class Boiler Attendant or * 

.firemen . 


140 square metres in aggregate of total heating surface ) , 
provided he is assisted by * 

Dated at this ... day of 
Secretary to the Board of Exa 

miners . 
Chairman to the Board of Exa . 
miners . 

Descriptive Roll 
1. Date and place of birth 
2. Address 
3. Nationality - 
4. Height without shoes 
5. Marks of identification 
6. Left thumb impression 
7. Signature — 


Dated at 


this 


day of 


19 


Secretary to the Board of Exa 

miners . 


Description Roll 


Chairman to the Board of Exa 

miners . 


P. 


PHOTO 


1. Date and place of birth 
2. Address 
3. Nationality 
4. Height without shoes 
5. Marks of identification - 
6. Left thumb impression -- 
7. Signature 


* Here insert number of firemen considered necessary by the 
Chieť Inspector . 

By order and in the name of the Lieutenant 
Governor of Goa , Daman and Diu . 
S. D. Sadhale , Under Secretary (Industries and 
Labour ) . 


Panaji, 6th May , 1983 . 


* Here insert the number of firemen considered necessary by the 
Chief Inspector of Boilers. 


Corrigendum 


3 


FORM C 


State Emblem . 


GOVERNMENT OF GOA , DAMAN AND DIŲ 
Second Class Boiler Attendant Certificate of Competency 
(Granted under rule 45 of the Goa , Daman and Diu Boiler 

Attendants Rules, 1983 ) 


No. 


of 19 


In the Recruitment Rules of the Directorate of 
Animal Husbandry and Veterinary Services , publi 
shed in 0. G. Sr. I, No. 8 , dated 27-5-83 , the following 
corrections are made : 

1 ) On page 64 under Col. No. 7 of Note 2 i) the 
5th line should be read as " recognised University 
or equivalent." and the 3rd line of ii ) should be 
deleted 

2 ) On page 65 under Col. No. 1, Sr. No. 3. i) 
should be read as " Deputy Director - 3 " . 

3 ) On page 68 , at Sr. No. 6 , under Col. No. 12 , 
in the “ Note " , insert the words " of a direct re 
cruit " in between the words " confirmation " and 
" shall ” . 

4 ) On page 69 under Col. No. 11 , the 18th line 
should be read as " valent; or ” . 


Shri aged about ... years, at present residing at ... na 
ving satisfied the Board of Examiners appointed under the 
Goa , Daman and Diu Boiler Attendants Rules , 1983 , of his 
competency to fulfil the duties of a Second Class Boiler 
Attendant is granted under the said rules this Certificate 
of Competency as a Second Class Boiler Attendant authori 
sing him to have charge of a single boiler of any type the 
heating surface of which does not exceed 140 square metres . 
He may , however , attend to a battery of boilers (not consis 
ting of more than three connected boilers and not exceeding 


the 


. 
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